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Message Text 


E.O. 1 1652: N/A 
TAGS: TBIO, IT 

SUBJECT: REQUEST EOR INFORMATION ON U.S.MEDICAL FACILITIES 

1 . WE HAVE BEEN CONTACTED BY LOCAL FAMILY INTERESTED IN 
HOSPITAL FACILITIES IN U.S. EOR KIDNEY TRANSPLANT. PROSPECTIVE 
PATIENT PREFERS U.S. TREATMENT HAVING EXHAUSTED EUROPEAN 
ALTERNATIVES. ACCORDINGLY, WE WOULD APPRECIATE HAVING NAME 
ADDRESS AND TELEPHONE NUMBER OE HOSPITAL BEST EQUIPPED 

TO PERFORM THIS SERVICE OR OF TRNSPLANT REFERRAL CENTER, IF 
SUCH EXISTS. 

2. CASE CITED PARA 1 IS BUT LATEST OF MANY WE RECEIVE FOR 
SIMILAR INFORMATION. GIVEN IMPORTANCE AND URGENCY OF MANY 
SUCH CASES, WOULD APPRECIATE KNOWING IF SPECIAL CHANNEL EXISTS 
FOR HANDLING SUCH REQUESTS. COLLINS. 
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Message Attributes 
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Channei indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: MEDICAL CARE, REPORTS, HOSPITALS, SURGICAL TRANSPLANTS 

Control Number: n/a 
Copy: SINGLE 

Sent Date: 26-May-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977PALERM00378 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D7701 89-0003 

Format: TEL 
From: PALERMO 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t1 977051 4/aaaaamab.tel 

Line Count: 40 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: f6673289-c288-dd1 1 -92da-001 cc4696bcc 

Office: ACTION EUR 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 22-Mar-2005 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
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Secure: OPEN 
Status: NATIVE 

Subject: REQUEST FOR INFORMATION ON U.S.MEDICAL FACILITIES 
TAGS: TBIO, IT, US 
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